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PART III 
Stores Purchase 


Collegiate Education Department 

- ദർഘാസ് ഫോറം 2020 ഏപ്രിൽ മാസം 6 -ാം തീയതി 

1 മണി വരെ കോളേജ് ഓഫീസിൽ നിന്നും 
- ദർഘാസ് പരസ്യം 

ലഭിക്കുന്നതാണ്. തപാലിൽ ദർഘാസ് ഫോറം 
നമ്പർ എ2- 478 2019 ( 10 ). 

2020 മാർച്ച് 4. 

ലഭിക്കേണ്ടവർ ദർഘാസ് ഫോറത്തിന്റെ വിലയായ 
2019 - 20 സാമ്പത്തിക വർഷം കോട്ടയം ഗവൺമെന്റ് ? 840 - ന്റെ ( നികുതി ഉൾപ്പെടെ) ഡിമാന്റ് ഡാറ്റും തപാൽ 
കോളേജിൽ റൂസ്സ പദ്ധതിയുടെ ഭാഗമായി ? 2 , 25, 000 - ന് സ്റ്റാമ്പ് ഒട്ടിച്ച മേൽവിലാസം എഴുതിയ കവറും സഹിതം 
ഇൻസിനേറ്റർ വാങ്ങുന്നതിനുള്ള മുദ്രവച്ച ദർഘാസുകൾ അപേക്ഷ നൽകേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകളുടെ കവറിനു പുറത്ത് ഒരു കാരണവശാലും തിരികെ നൽകുന്നതല്ല. ദർഘാസ് 
“ 2019 - 20 സാമ്പ ത്തിക വർഷം കോട്ടയം ഗവൺമെന്റ് 

ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല. ദർഘാസ് 
കോളേജിൽ റൂസ്സ പദ്ധതിയിൽ ഇൻസി നേറ്റർ ഇൻസ്റ്റാൾ 

ഫോറത്തിന്റെ വിൽപ്പന 2020 ഏപ്രിൽ മാസം 6 -ാം തീയതി 
ചെയ്യുന്നതിനുള്ള ദർഘാസുകൾ എന്നെഴുതി പ്രിൻസിപ്പാൾ, 

പകൽ 12 മണിക്ക് അവസാനിക്കുന്നതാണ്. 
ഗവൺമെന്റ് കോളേജ്, കോട്ടയം, നാട്ടകം പി. ഒ., പിൻ - 686 013, 
കോട്ടയം എന്ന വിലാസത്തിൽ അയച്ചു തരേണ്ടതാണ്. 

- ചെക്കുകൾ, പോസ്റ്റൽ ഓർഡറുകൾ, സ്റ്റാമ്പുകൾ 
ദർഘാസുകൾ 2020 ഏപ്രിൽ മാസം 6 -ാം തീയതി 

എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കു 
1 മണിവരെ സ്വീകരിക്കുന്നതാണ്. താമസിച്ചു കിട്ടുന്ന ന്നതല്ല . ഫോറം വി . പി . പി . ആയി അയയ്ക്കു ന്ന ത ല്ല . 
ദർഘാസുകൾ സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാ സു കൾ 2020 ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് ഫോറത്തിന്റെ വില ? 42 0 
ഏപ്രിൽ മാസം 6 -ാം തീയതി 2 മണിക്ക് ദർഘാസുകാരോ ( നികുതിയുൾപ്പെടെ) ആയിരിക്കും. 
അംഗീകൃത പ്രതിനിധികളോ ഹാജരുണ്ടങ്കിൽ അവരുടെ 

- ദർഘാസിൽ കാണിക്കുന്ന നിരക്കുകൾക്ക് 2020 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 2020 ഏപ്രിൽ മാസം 6 -ാം 
തീയതി അവധി ദിവസമായി വന്നാൽ തൊട്ടടുത്ത പ്രവർത്തി 

- ഡിസംബർ 31 വരെ പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 
ദിവസം 1 മണിവരെ ദർഘാസുകൾ സ്വീകരിക്കുന്നതും 2 ദർഘാസ് ഫോറത്തിനോടൊപ്പം ? 200- ന്റെ മുദ്രപത്രത്തിൽ 
മണിക്ക് ദർഘാസുകാരോ അംഗീകൃത പ്രതി നിധികളോ ഉടമ്പടിയും നിരതദ്രവ്യമായി ? 2,250 - ന്റെ ഡിമാന്റ് ഡാം 
ഹാജരുണ്ടെങ്കിൽ അവരുടെ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതുമാണ്. നൽകേണ്ടതാണ്. 


Gaz . No. 13 /2020 /DTP (Stores Purchase ). 
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No . A2 - 478 / 2019 ( 10 ). 4th March 2020 . 

റീ - ടെണ്ടർ നോട്ടീസ് 
Sealed tenders are invited for the purchase of 

[ നമ്പർ 01 | 2019 - 20 ( പി . ഡി.)] 
Incinator for an amount not exceeding 2 ,25, 000 under 

നമ്പർ എ3| 2086 2019 CM. 

- 2020 മാർച്ച് 13. 
the scheme Infrastructure Grants to the Universities and 
Colleges under Rashtriya Uchchatar Shiksha Abhiyan തലശ്ശേരി ഗവൺമെന്റ് ബണ്ണൻ കോളേജിൽ 2018 -19 
(RUSA ). 

വർഷത്തെ കോളേജ് മാഗസീൻ 2000 കോപ്പികൾ അച്ചടിക്കു 
The envelope containing the tender should be 

ന്നതിനുവേണ്ടി ? 1,42, 800 അനുവദിച്ചിട്ടുണ്ട്. അതിനായി 
superscribed " Tender for the purchase of Incinator under മുദ്രവച്ച ടെണ്ടറുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
the scheme Infrastructure Grants to the Universities and 
Colleges under Rashtriya Uchchatar Shiksha Abhiyan 

ടെണ്ടർ കവറിനു പുറത്ത് കോളേജിലേക്ക് “2018 - 19 
( RUSA ) , and addressed to the Principal, Government വർഷത്തെ കോളേജ് മാഗസീൻ അച്ചടിക്കുന്നതിനായുള്ള 
College, Kottayam, Nattakom P. 0 ., Kottayam- 686 013 . റീ - ടെ ണ്ടർ നമ്പർ 011 2019 - 20 ( പി . ഡി .) ” എ ന്നെഴുതി 
Last date for the receipt of tender form is 6th April 2020 , 

പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ബണ്ണൻ കോളേജ്, ധർമ്മടം, 
1 p . m . Late tenders will not be accepted . The tenders will 

തല ശ്ശേ രി എന്ന വിലാ സ ത്തിൽ അയ ക്കേ ണ്ട താ ണ്. 
be opened at 2 p . m . on 6th April 2020 in the presence 

റീ - ടെണ്ടർ ഫോറം 31- 3 - 2020, 2.30 മണിവരെ കോളേജ് 
of such tenderers or their authorised representatives who 
may be present at that time. 

ഓഫീസിൽ നിന്നും വിതരണം ചെയ്യുന്നതാണ്. 
Intending tenderers may on application to 

- റീ - ടെണ്ടറുകൾ സ്വീക രിക്കുന്ന അവസാന തീയതി 
the Principal, Government College , Nattakom P . 0 ., 3 - 2 - 2020 , 4 മണി. റീ - ടെണ്ടറുകൾ 2 - 4 - 2020 - ന് രാവിലെ 
Kottayam obtain the requisite tender forms on which 10 . 30 മണിക്ക് റീ - ടെണ്ടറുകൾ നൽകിയിട്ടുള്ളവ രു ടെയോ 
tenders should be submitted. Application for tender form അല്ലെങ്കിൽ അവർ അധികാരപ്പെടുത്തിയിട്ടുള്ള വ രു ടെയോ 
should be accompanied by a cash remittance of 7 840 സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
(including GST) which is the price fixed for a form and 
which is not refundable under any circumstances. Demand 

ടെണ്ടർ ഫോമുകൾ പണമായോ മണിയോർഡറായോ 
Draft for * 840 on the local branch of SBI drawn in 

? 340 അടച്ചാൽ ലഭിക്കുന്ന താ ണ് . തപാലിൽ വേണ്ടവർ 
favour of the Principal, Government College, Kottayam 

തപാൽ ചെലവ് ? 40 കൂടി അയച്ചുതരേണ്ടതാണ്. യാതൊരു 
and self addressed stamped cover should be enclosed with 

കാര ണ വ ശാലും ടെണ്ടർ ഫോമുകളുടെ വില തിരിച്ച് 
the application for tender forms to be sent by post . നൽകു ന്ന ത ല്ല . ടെണ്ടർ ഫോമുകൾ വി . പി . പി . ആ യി 
The tender forms are not transferable . Sale of tender അയയ്ക്കുന്നതല്ല. ചെക്ക് ഡി. ഡി. പോസ്റ്റൽ ഓർഡർ എന്നിവ 
forms will be closed at 12 p . m . on 6th April 2020 . ടെണ്ടർ ഫോമിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല . ടെണ്ടർ 
Cheques Postage Stamps etc . will not be accepted towards ഫോമിന്റെ കൂടെ സാധ ന ങ്ങളുടെ വിലയുടെ 1 % തുക 
the cost of tender forms nor will the forms be sent per ഇ . എം . ഡി . അടയ്ക്കേണ്ടതാണ്. ഇത് ചുരുങ്ങിയത് ? 1,500 
VPP. Duplicate tender forms, if required will be issued at 

ആയിരിക്കണം. ടെണ്ടർ ഫോമിന്റെ കൂടെ ? 200 വിലയുള്ള 
? 420 (inclusive of taxes) per copy. 

മുദപ്രത ത്തിൽ ഉട മ്പടി ചെയ്യേണ്ട താ ണ് . കേര ള ത്തിന് 
The rate quoted should be valid upto 31 -12 - 2020 . പുറത്തുള്ളവർക്ക് അവർ ആവശ്യപ്പെട്ടാൽ മുദ്രപത്രം ടെണ്ടർ 
The articles should be supplied within 30 days on receipt ഫോമിന്റെ കൂടെ അയച്ചു ത രു ന്നതും അതി നു വേണ്ടി 
of the supply order , in concerned department at your അധികമായി ? 40 മണിഓർഡറായി അയക്കേണ്ടതുമാണ്. 
expense . Rates, tax and condition of supply of articles 
should clearly be stated separately in respect of each of 

-- ഡ്യൂപ്ലിക്കേറ്റ് ടെണ്ടർ ഫോമുകൾ ആവശ്യമുള്ളവർ ? 170 
them . An agreement in the prescribed form in Kerala 

അടയ് ക്കേ ണ്ട താ ണ് . ഒറിജിനൽ ടെണ്ടർ ഫോമുകൾ 
Government Stamp Paper worth 200 should be enclosed 

വാങ്ങുന്നവർക്ക് മാത്രമേ ഡ്യൂപ്ലിക്കേറ്റ് ലഭിക്കു കയുള്ളൂ. 
with the tender. 

ടെണ്ടർ ഫോമുകൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ല . 
The tender should be accompanied by an EMD of ഏതെങ്കിലുമോ മുഴുവനായോ ടെണ്ടറുകൾ സ്വീകരിക്കു 
1 % ( one percent) of the total cost of the articles ന്ന തിനും നി രാകരി ക്കു ന്ന തി നു മുള്ള അധികാരം 
tendered for, either in cash or crossed bank draft, or TSB | പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമാണ്. 
deposits or Government pronote of Bank guarantee or 
NSL , Tenders without sufficient EMD will be rejected . 

| [ No . 01/ 2019 - 20 (P .D .) ] 
EMD will carry no interest . Firms who are exempted 
from EMD should furnish attested copy of exemption 

No. A3/ 2086/ 2019/CM. 

13th March 2020 . 
orders . 

Sealed re- tenders are invited for the supply College 
More details can be had from College Office . Cash 

Magazine 2018 - 19 ( 2000 copies ) for a total amount of 
transaction hour in this office is 10 a. m . to 2 p . m . 

7 1 , 42 ,800. 
The undersigned will have the right to cancel or 
extent the tender at any time without further notice . 

The re -tender should be superscribed as " Tender 

- No . 01/ 2019 - 20 for the supply of College Magazine 
Govt. College , 

(Sd.) 2018 - 19 ” and addressed to the Principal, Government 
Kottayam. 

Principal. Brennen College , Dharmadam , Thalassery -6 . Sales of 
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re-tender form will be closed on 31-3- 2020 at 2.30 p.m . 
The last date for receipt of re -tender form at 4 p.m . on 
1 -4 - 2020 . Late tenders will not be accepted. The 
tenders will be opened at 10 . 30 p . m . on 2 -4 - 2020 
in the presence of re -tenderers or their authorized 
representatives who may be present at that time. 


of the total cost of the articles tendered for. This is 
subject to a minimum of 1, 500 . Tender form if 
required by post an additional amount of 40 should be 
sent. 


Intending tenderers may on application to the 
“ Principal, Govt . Brennen College , Dharmadam , 
Thalassery -6 , obtain requisite tender forms on which the 
tenders should be submitted . The cost of tender form is 

340 . Application form should be accompanied by a cash 
remittance of 340 at the office or by Money Order 
which is the price fixed for a form and which is not 
refundable under any circumstances. Cheques, Postage 
Stamps , Postal Orders, Demand Drafts etc . will not be 
accepted towards the cost of tender forms. Forms will 
not be sent by VPP . Tender forms are not transferable . 
Every tender should be accompanied by an EMD @ 1 % 


An agreement executed in Kerala Stamp Paper worth 
* 200 is to be submitted along with the tender. Kerala 
Stamp Paper will be supplied to the tenderers outside the 
State in case they required for the same and remit by 
Money Order an additional amount of 220 ( 200 for 
Stamp Paper and * 40 for incidental expense). Duplicate 
tender form if any required will be issued at 
* 170 per copy only to those who purchased the original 
tender form . 

The Principal reserves himself the right to accept or 
to reject any or all the tenders without assigning any 
reason thereof. 


Government Brennen College , 
Dharmadam , Thalassery -6 . 


(Sd .) 
Principal. 


Fire and Rescue Services Department 


E - TENDER NOTICE 


No.M1- 9440 /2019 -3 . 


5th March 2020 . 


E - Tenders in two cover system are invited from competent manufacturers or their authorised dealers 
with adequate stock and spares and repair capabilities for the Supply of 140 Nos. of Kermantle Rope (50 meter) 
as per the specifications of this department. The tender is to be submitted as e-tenders through 
https:// etenders,kerala.gov.in . Since this is an e -tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC ) can participate in the tender. 


E - Tender document and other details can be obtained from the above e -portal. 


The tender has two parts : 


1. Technical bid . 

2 . Financial bid (BOQ). 
Tender No . with PAC — KFRS-Re -e - Tender No. 12 /2019 -20/ SN — * 15 .4 lakhs. 


EMD — 1 % of PAC in online payment. 


Closing date and time of e-tender — 6 -4 -2020 , 4 p. m . 
Last date and time of receipt of e- tender — 6 -4 - 2020 , 4 p . m . 


Date and time of Samples /Documents /Presentation verification — 10 - 4 - 2020 , 2 . 30 p . m . 


Date and time of opening of e -Tender : 


1 . 


Technical bid — 10 -4 - 2020 , 11 a . m . 


2 . Financial bid — 11 - 4 - 2020 , 11 a . m . ( The date may change depending on the completion 

of technical evaluation ). 
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2,310 + GST @ 18 % (GST shall be paid by the bidder through GST 


Cost of e- Tender (online submission ) 
payment methods in reverse charge basis ). 


Date upto which the rates are to remain firm for acceptance — 31 - 3 - 2021. 


Security Deposit — 5 % of total contract amount. ( To be furnished as bank guarantee of a Nationalised or 
Scheduled Commercial Bank ). 


Period of supply — Within 60 days from the date of supply order. 


The bidder desiring to take part in the bid shall log into https :// etenders,kerala. gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options — State Bank of India Net banking payment, payment through MOPS from other banks to the payment gateway 
of SBI. 


For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the 
website https://etenders .kerala . gov. in 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical and financial bids. If the date fixed for opening happens to 
be a holiday/due to internet failure, the tender will be opened in the next working day, at the same time. 


The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with the necessary documents and presentations on all the technical aspects of the equipment and 
accessories for the total understanding and verification of the technical committee . 


The price of the e -tender form shall be received only through online payment SBI/SBI NEFT. 


The cost should be quoted in Indian Currency only. 


The tender has two covers: 


• Technical cover 


• Financial cover 


The first cover i. e . the technical cover shall be uploaded with the following document: 


1. Scanned copy of Departmental Technical Specification of the product intended to supply duly signed and 
stamped by the bidder . 


The bidder should sign , stamp and upload the Departmental Technical Specification as such , along with the tender . 
Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation . 


In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation . The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation 
proposed by the bidder is acceptable for the Departmental Technical Committee . Deviations, if any, shall be strictly 
marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation . 
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Specification Compliance Statement for Kermantle Rope (50 meter ) 


Detail of the product offered 


Sl. 
No. 


Detail of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth 


200 . 


3 . Brochure of the product intended to supply. 
4 . Work Experience Certificate , OEM Authorisation Letter and other relevant details (as per the requirements.) 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII 


5 . Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth * 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partner /s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 
I, ............ 

.............. (Name, Address, Firm ) do hereby declare that no Vigilance Case have 
been charge sheeted and pending trial at Court against me, any of my partner/s or any of my directors , in 
connection with fabrication / supply of similar product made earlier to Kerala Fire and Rescue Services 
Department/Government of Kerala and none of us or our firm is blacklisted by any Government agencies/PSUS 
in Kerala . 


6 . Paid Receipt of the GST of Tender Fee . (GST shall be paid by the bidder through GST payment methods in 

reverse charge basis ). 
Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters , Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any. They can clarify their 
doubts by sending an e-Mail to hq. frs @ kerala . gov.in and by contacting The Director ( Technical), Fire and Rescue Services, 
Hqrs ., Thiruvananthapuram in Phone Number 09497920101 . 
Tender opening and evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 


(b ) Sample of Kermantle Rope should be produced before the Committee for Technical Evaluation , which would 
be subjected to test by the departmental personnel. Technical expert of Bidder should be available for explaining all the 
aspects of the item . 


(c ) There will not be any further communications about the opening of the technical and financial bids separately . 
Soon on opening the technical bid of e -tenders , the committee constituted to evaluate the technical aspects , will meet 
and scrutinize the technical specification of equipment submitted with the e -tender . 


(d ) Technical expert of Bidder should be available for explaining all the aspects of the item , during the time of 
presentation and evaluation . 


(e) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 


(f) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 


(g ) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration . 
Gaz. No . 13/ 2020/DTP (Stores Purchase). 
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The bidder should upload all the supporting documents along with the Technical cover. 


(h ) The originals of all the required documents like Technical specification compliance statement of the product, 
Agreement in stamp paper worth 200 , The declaration on Kerala Stamp Paper worth 200 , Brouchers/Photograph of 
the item intended to supply , OEM Authorisation Letter and other required documents shall be produced before the 
undersigned soon after the Financial Bid opening. 


(i) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site , only after consultation with the DPC . The decision of the DPC shall be 
final on the admissibility of the tender and thereafter awarding of the contract. 


(j) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason , at any 
stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a committee 
appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of 
the tender, he /she can send email to dt.frs @ kerala. gov.in /hq. frs @ kerala . gov.in or fax to 0471- 2337422 . 


Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https://etenders, kerala.gov.in . 

Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court . 


TECHNICAL SPECIFICATION 


1. The Kernmantle Rope shall be suitable for all types of Fire Fighting and Rescue operations. 
2 . The Rope should have high abrasion resistance and extremely low stretch property. 
3 . Both the core and sheath of the rope shall be made from high tenacity polyester/polyamide material. 
4 . The rope shall be capable of withstanding multiple falls . 
5 . The diameter of the rope should not be less than 11 .5 mm . 
6 . The breaking strength should be more than 5000 lbf . 
7 . Length of the Rope shall be 50 Meter. 
8 . Each Rope should be provided with a loop on one side and a good quality Snap Hook /Scaffoled Hook with CE 

marking, made of SS /Brass/Aluminium Alloy /Alloy Steel on the other side for anchoring purpose . 
9. The rope shall be certified as per European Norms and relevant certificate should be produced . 
10 . The weight of each rope bundle shall not be more than 5 .5 Kg. 
11. Each bundle shall be separately packed in suitable Bags. 
12 . Sample should be submitted before the committee during evaluation . 


Conditions 


1. Whether samples are essential 


: Pamphlets , Photograph , Drawings, CD etc. should be 

forwarded along with the tender. Samples shall be 
produced which may be subjected to tests by the 

departmental personnel. 
: Within 60 days from the date of supply order. 
: F .O .R . Thiruvananthapuram . 


2 . Period within which goods should be delivered 


3 . Rates should be quoted including all taxes and 

transportation charge and rate of AMC 


4 . Payment 


: 100 % payment against delivery at Thiruvananthapuram 

and acceptance by an acceptance committee . 
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5. Other Special Conditions 


: 1. A Warranty of 6 months from the date of 

successful final acceptance of the item . 
2 . EMD — 1 % of PAC in online payment. 
3 . Security deposit 5 % of total contract amount to be 

furnished as mentioned in the Notice inviting 
e- Tender, which will be released after the expiry of 
the warrantee period . 


4 . Any firm whose proprietor, Partner or Director is 

involved in a Vigilance Case has been charge 
sheeted and pending trial at court in connection 
with fabrication /supply of similar product made 
earlier to this Department/Kerala Government are 
not eligible to participate and shall be barred from 

participating in this tender. 
5 . Any body attempting to offer bribe or otherwise 

influence in any manner the officials of the Kerala 
Fire and Rescue Services or its supervisory levels 

in the Government will be disqualified . 
6 . Tenderer must produce Manufacturers (OEM ) 

authorization letter confirming uninterrupted 
supply , full compliance with tender specifications 
along with Technical bid . 


Office of the Director General, 
Fire and Rescue Services Headquarters, 
Thiruvananthapuram . 


A . HEMACHANDRAN I.P .S ., 

Director General. 


Irrigation Department 


e - TENDER NOTICES 


Cost of tender documents — 1 ,020 + 5 % + 5 % 
( Total * 1 , 150 ). 

Document sale starting date and time— 4 - 3 - 2020 at 
10 a . m . 

EMD (online payment) — 5 , 100 . 


( 1 ) 

[No. CMU/P /921/ 2019] 
No. CE (MECH )/ T / 38 / 2019 - 20 . 3rd March 2020 . 

The Superintending Engineer and Deputy Chief 
Engineer, Mechanical , PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e-tender from the original manufacturer or 
their authorized dealers or for the “ Supply of 40 HP 
Motor Pumpset for Koottakadavu LI Scheme in Paruthur 
Panchayath in Palakkad District” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e - tenders through http :// etenders.kerala . gov .in . Since this 
is an e-tender , only those bidders who have enrolled in 
the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. E - Tender 
document and other details can be obtained from the 
above portal. 


Date and time of commencement of online bid 
submission - 4 - 3 -2020 at 11 a . m . 

Date and time of closing of online bid submission 
31- 3 - 2020 , 5 p . m . 

Date and time of opening of bid — 2 -4 - 2020 , 
2 . 30 p . m . 

Bidders shall remit the tender document fee and 
EMD using the online payment option of e -procurement 
system only. Bidders are advised to visit 
downloads section of e -procurement website 
http ://etenders .kerala. gov .in for details instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online , 

(1 ) BOQ duly filled up and signed . 
(2 ) Technical data sheet duly filled up and signed . 
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( 2 ) 
[No. CMU/P /507/2020 ] 


(a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve , performance 

curve etc. should be attached . 


No. CE(MECH )/ T /40 /2019 -20 . 5th March 2020 . 

The Superintending Engineer and Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e -tender in two cover system from the 
authorized Indian dealer of Foreign OEM , Indian 
manufactures or their authorized dealers for the “ Supply 
of 1 No. of Silt Pusher with standard accessories for 
Irrigation Department of Govt. of Kerala ” . 


( 3 ) e -Payment form duly filled and signed . 
(4 ) Proof of original manufacturer / authorized 

dealers attested copy of same. 
( 5 ) Scanned copy of preliminary agreement 

executed in Kerala Stamp Paper worth * 200. 
(6 ) EMD exemption certificate (if any ) should be 

submitted online. 
(7 ) Other details if any required to be furnished in 

the special condition . 
(8 ) Form No . 14 duly filled and signed . 
(9 ) Tender Notice and Special condition of Tender 

duly signed . 
Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer and Deputy Chief Engineer, 
PWD , Mechanical, Olo the Chief Engineer, Mechanical, 
Thiruvananthapuram and should reach in this office on or 
before the time specified above. The envelope should be 
superscribed with tender number, due date and name 
of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer and Deputy Chief Engineer , PWD Mechanical, 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 
working day at same time and place . 

The right to accept or reject of e - tender without 
assigning any reason is vested with the Superintending 
Engineer and Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


In accordance with respective specification for the 
purchase as shown in tender schedule of this tender 
document , the tender is to be submitted as 
e -tenders through http :// etenders.kerala.gov.in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal . 

Cost of tender documents — * 7 ,500 + 10 % 
(Total 8 , 300 ) . 

Document sale starting date and time — 6 -3 -2020 at 
10 a . m . 

EMD (online payment)— * 2 ,25 ,000 . 


Date and time of commencement of online bid 
submission - 6 - 3 - 2020 at 11 a. m . 

Date and time of closing of online bid submission 
6 -5 -2020 , 5 p . m . 

Date and time of opening of technical bid 
8 -5 -2020 , 2 . 30 p . m . 

Date and time of opening of Financial bid — Will be 
intimated online to the firms who qualifies in the 
technical bid . 

Bidders shall remit the tender document fee and 
EMD using the online payment option of e -procurement 
system only. Bidders are advised to visit 
downloads section of e- procurement website 
http ://etenders kerala. gov. in for details instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid , the following 
documents should be submitted by online. 

( 1 ) BOQ duly filled up and signed . 
(2 ) Proof of original manufaturer/authorized dealers 

attested copy of same. 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of network 
issues, traffic congestions etc . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder. All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e - tenders by the Government of 
Kerala shall be applicable to this tender. 

The Bidder should have the GST Registration and the 
Registration Number should be furnished in the tender 
documents . 
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( 3 ) Technical bid details duly filled up and signed 


1 . Technical data sheet duly filled up and 

signed . 


2 . If additional technial information has to 

be furnished , separate data sheet shall 
be attached . 


The Seconed cover financial bid will be opened on 
the intimated date in the presence of such bidders or 
their authorized representatives present at the prescribed 
time of opening before the Superintending Engineer and 
Deputy Chief Engineer, PWD , Mechanical, Olo the Chief 
Engineer, Mechanical, Thiruvananthapuram . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer and Deputy Chief Engineer , Mechanical, PWD , 
Thiruvananthapuram . 


( 4 ) e - Payment form duly filled and signed . 


(5 ) Undertaking by the contractor for 1 year 

warranty and 5 years compulsory ASC ( Annual 

Service Contract). 
(6 ) GST Certificate 


(7 ) e- payment from duly filled and signed . 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of network 
issues , traffic congestions etc . In this regard , the 
department shall not be responsible for any kind of such 
issues faced by the bidder. All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e-tenders by the Government of 
Kerala shall be applicable to this tender. 


( 8 ) Proof certificate describing the make of the 

product. 


( 3 ) 


(9 ) Scanned copy of preliminary agreement 

executed in Kerala Stamp Paper worth 200 . 
( 10 ) EMD exemption certificate ( if any) should be 

submitted on online . 


[No. CMU /P /602 /2020 ] 


( 11 ) Other details if any required to be furnished in 

the special condition . 
( 12 ) Form No. 14 duly filled and signed . 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope. The sealed envelope addressed to the 
Superintending Engineer and Deputy Chief Engineer , 
PWD , (Mechanical ), Thiruvananthapuram should reach in 
this office on or within 3 days after bid opening. The 
envelope should be superscribed with tender number, due 
date and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer and Deputy Chief Engineer, PWD Mechanical, 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 
working day at same time and place. 

Soon on opening of the technical bid of e -tender, 
the committee constituted will evaluate the technical 
aspects of the machine. The date and time of opening of 
financial bid will be intimated directly to the firms who 
qualify in the technical bid . 


No. CE (MECH )/ T /42 / 2019 - 20 . 12th March 2020 . 

The Superintending Engineer and Deputy Chief 
Engineer , Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e -tender in two cover system from 
qualified bidders for the “ Consultancy work for NABL 
Accreditation & subsequent support for renewal to the 
testing laboratories of KHRI as per ISO / IEC 
17025 :2017” . 

In accordance with respective specification as in 
tender schedule of this tender document, the 
tender is to be submitted as e -tenders through 
http ://etenders .kerala .gov.in . Since this is an e - tender, 
only those bidders who have enrolled in the above portal 
with their own Digital Signature Certificate (DSC ) can 
participate in the tender. e - Tender document and other 
details can be obtained from the above portal. 

Cost of tender documents — * 2 ,000 + 5 % + 5 % 
as GST ( Total 2 ,200 ) . 

Document sale starting date and time — 13 -3 - 2020 at 
10 a . m . 

EMD (online payment) — 25 ,000 . 


Date and time of commencement of online bid 
submission - 13 - 3 - 2020 at 11 a . m . 

Date and time of closing of online bid submission 
28 - 3 - 2020 at 5 p . m . 

Date and time of opening of technical bid 
30 - 3 - 2020 at 2 . 30 p . m . 


Gaz. No. 13/2020 /DTP (Stores Purchase ). 
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Date and time of opening of Financial bid — Will be 

Tenders will be opened online in the presence of 
intimated online to the firms who qualifies in the such bidders or their authorized representatives present at 
technical bid . 

the prescribed time of opening before the Superintending 
Bidders shall remit the tender document fee 

Engineer and Deputy Chief Engineer, PWD Mechanical, 
and EMD using the online payment option of 

Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
e-procurement system only . Bidders are advised to visit 

If date fixed for opening happens to be a holiday or due 
downloads section of e -procurement website 

to net failure the tender will be opened in the next 
http ://etenders.kerala . gov.in for detailed instructions on 

working day at same time and place . 
making online payment using internet banking facility of Soon on opening of the technical bid of e -tender, 
SBI or by NEFT facility . In the bid , the following the committee constituted will evaluate the technical 
documents should be submitted by online . 

aspects and operation video of the machine and bush 
( 1) BOQ duly filled up and signed . 

cutter which has to be produced by the bidder. The date 

and time of opening of financial bid will be intimated 
(2 ) Certificate of Company Registration (ROC or 

directly to the firms who qualify in the technical bid . 
MSME etc .) 

The Seconed cover financial bid will be opened on 
( 3 ) GST Registration Certificate 

the intimated date in the presence of such bidders or 
(4 ) Copy of PAN Card 

their authorized representatives present at the prescribed 
(5 ) Income tax return copy for last 2 years 

time of opening before the Superintending Engineer and 
(6 ) Completion certification of having undertaken 

Deputy Chief Engineer, PWD , Mechanical , O /o the Chief 
10 NABL accreditation projects of which at 

Engineer, Mechanical, Thiruvananthapuram . 
least 2 should be in alignment with the scope of 

The right to accept or reject of e - tender without 
Mechanical Testing Laboratories which 

assigning any reason is vested with the Superintending 
undertakes the testing of construction materials 

Engineer and Deputy Chief Engineer , Mechanical, PWD , 
like cement, steel, soil , bitumen etc. 

Thiruvananthapuram . 
(7 ) Auditor training certificate (s ) of qualification 

The bidder should have the GST registration and the 
of consultant ( s) to be assigned to this project 

registration number should be furnished in the tender 
along with their profile . 

documents . 
( 8 ) E -payment form duly filled and signed . 

(4 ) 
(9 ) Scanned copy of preliminary agreement 
executed in Kerala stamp paper worth * 200 . 

[No. CMU /P / 168 / 2020 ] 
(10 ) EMD exemption certificate ( if any ) should be No. CE(MECH )/ T /41 /2019 -20 . 12th March 2020 . 
submitted online. 

The Superintending Engineer & Deputy Chief 
( 11 ) Other details if any required to be furnished in 

Engineer, Mechanical, PWD , Irrigation Department, 
the special condition . 

Thiruvananthapuram for and on behalf of the Governor of 
( 12) Tender Notice and Special condition of Tender 

Kerala invites e -tender in two cover system from the 

original manufacturer or their authorized dealers for the 
duly signed 

“ Supply of 1 No . Mini Chain Wheeled Compact 
Hard copy of all the above documents should be 

Excavator cum Bush cutter” . 
submitted on or within 3 days after bid opening. The 

In accordance with respective specification for the 
bidders shall submit the hard copy of the bid containing 

purchase as shown in tender schedule of this tender 
the documents as noted in the above paras in sealed 

document, the tender is to be submitted as e -tenders 
envelope . The sealed envelope addressed to the 

through http :// etenders .kerala . gov. in . Since this is an 
Superintending Engineer and Deputy Chief Engineer, 
PWD , Mechanical, Thiruvananthapuram should reach in 

e-tender, only those bidders who have enrolled in the 
this office on or within 3 days after bid opening. The 

above portal with their own digital signature certificate 

(DSC ) can participate in the tender. e - Tender document 
envelope should be superscribed with tender number, due 
date and name of work . 

and other details can be obtained from the above portal . 
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2 ,500 + 10 % as GST 


Cost of tender documents — 
( Total 2,800 ). 


Document sale starting date and time 
13 - 3 - 2020 at 10 a . m . 


EMD (Online payment) — 35 ,000 . 

Date and time of commencement of online bid 
submission — 13 - 3 - 2020 at 11 a . m . 


Date and time of closing of online bid submission 
18 -4 -2020 at 5 p . m . 

Date and time of opening of technical bid 
20 -4 - 2020 at 2. 30 p . m . 

Date and time of opening of financial bid 
Will be intimated online to the firms who qualifies in 
the technical bid . 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope. The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, 
PWD (Mechanical), Thiruvananthapuram should reach in 
this office on or within 3 days after bid opening. The 
envelope should be superscribed with tender No., due date 
and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives 
present at the prescribed time of opening before the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, Olo the Chief Engineer, Mechanical, 
Thiruvananthapuram . If date fixed for opening happens 
to be a holiday or due to net failure the tender will be 
opened in the next working day at same time and place . 

Soon on opening of the technical bid of e -tender, 
the committee constituted will evaluate the technical 
aspects and operation video of the machine and bush 
cutter which has to be producted by the bidder. The date 
and time of opening of financial bid will be intimated 
directly to the firms who qualify in the technical bid . 

The second cover financial bid will be opened on 
the intimated date in the presence of such bidders or 
their authorized representatives present at the prescribed 
time of opening before the Superintending Engineer & 
Deputy Chief Engineer, PWD , Mechanical, Olo the Chief 
Engineer, Mechanical, Thiruvananthapuram . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer (Mechanical), PWD , 
Thiruvananthapuram . 

( 5 ) 


Bidders shall remit the tender document fee and 
EMD using the online payment option of e -procurement 
system only. Bidders are advised to visit downloads section 
of e - procurement website http :// etenders, kerala . gov.in 
for detailed instructions on making online payment using 
internet banking facility of SBI or by NEFT facility . In 
the bid , the following documents should be submitted 
by online . 

1. BOQ duly filled up and signed . 
2. Proof of original manufacturer/authorized 

dealers attested copy of same. 
3 . technical bid details duly filled up and signed . 
1. Technical data sheet duly filled up and 

signed . 
2 . If additional technical information has to be 

furnished , separate data sheet shall be 

attached . 
4 . Undertaking by the contractor for 1 year 

warranty and 5 years compulsory ASC ( Annual 

Service Contract). 
5 . GST certificate . 
6 . e- Payment form duly filled and signed . 
7 . Proof certificate describing the make of the 

product. 
8 . Scanned copy of preliminary agreement 

executed in Kerala Stamp Paper worth 200 . 


[No. CMU /P / 1263/( 2 )/ 17 ] 
No. CE (MECH )/ T /43/2019 -20 . 13th March 2020. 

The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e-tender from the original manufacturer or 
their authorized dealers for the " Supply of 90HP Motor 
pumpset, for Padavayal LI Scheme in Bhavani River in 
Puthur Panchayat” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http :// etenders .kerala. gov. in . Since this 
is an e -tender , only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal. 


9 . EMD exemption certificate (if any ) should be 

submitted on online . 


10 . Other details if any required to be furnished in 

the special condition . 


11 . Form No. 14 duly filled and signed . 
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Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer , PWD , 
Mechanical, Olo the Chief Engineer , Mechanical , 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e - tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Network issues, Traffic congestions , etc. In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e -tenders by the Government of 
Kerala shall be applicable to this tender. 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


Cost of tender documents — 2 ,500 + 5 % + 5 % as 
GST ( Total * 2 ,800 ). 

Document sale starting date and time — 14 -3 -2020 at 
10 a . m . 

EMD (Online payment) — 14 ,500 . 

Date and time of commencement of online bid 
submission - 14 - 3 - 2020 at 11 a. m . 

Date and time of closing of online bid submission 
15 - 4 - 2020 at 5 p . m . 

Date and time of opening of bid — 17 - 4 - 2020 
at 11. 30 a . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e -procurement system only. Bidders are advised to 
visit downloads section of e -procurement website 
http ://etenders .kerala . gov .in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online . 

1. BOQ duly filled up and signed . 
2 . Technical data sheet duly filled up and singed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
3. E -payment form duly filled and signed . 
4 . Proof of original manufacturers/authorized dealers 

attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
6 . EMD exemption certificate (if any) should 

be submitted online. 
7 . Other details if any required to be furnished in the 

special condition . 
8 . Form No. 14 duly filled and signed . 
9 . Tender notice and Special condition of tender duly 

signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical , 0 / o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above. The envelope should be 
superscribed with tender No., due date and name of 
work . 


[No. CMU /P / 1263/( 3 )/ 17 ] 
No. CE (MECH )/ T /44 /2019 - 20 . 13th March 2020 . 

The Superintending Engineer & Deputy Chief 
Engineer , Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e-tender from the original manufacturer or 
their authorized dealers for the “ Supply of 75HP Motor 
Pumpset, for Thekkuvatta LI scheme in Bhavani River in 
Puthur Panchayat in Attappadi” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http :// etenders,kerala .gov.in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal. 

Cost of tender documents — 2 , 500 + 5 % + 5 % as 
GST ( Total * 2 ,800 ). 

Document sale starting date and time— 14 - 3 - 2020 
at 10 a . m . 

EMD ( Online payment) — 12 ,600 . 

Date and time of commencement of online bid 
submission - 14 - 3 - 2020 at 11 a . m . 

Date and time of closing of online bid submission 
15 -4 - 2020 at 5 p . m . 

Date and time of opening of bid — 17 -4 -2020 
at 2 p . m . 
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Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http :// etenders.kerala .gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Network issues, Traffic congestions , etc. In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e - tenders by the Government of 
Kerala shall be applicable to this tender . 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


1 . BOQ duly filled up and signed . 
2. Technical data sheet duly filled up and singed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 
additional information , 


[No. CMŲ /P /1263/(4 )/ 17 ] 


No. CE (MECH )/ T /45 /2019 - 20 . 


13th March 2020 . 


(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
3. E -payment form duly filled and signed . 
4 . Proof of original manufacturers/ authorized 

dealers attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
6 . EMD exemption certificate (if any ) should 

be submitted online. 
Other details if any required to be furnished in the 

special condition . 
8 . Form No. 14 duly filled and signed . 

Tender notice and Special condition of tender duly 

signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, Olo the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above. The envelope should be 
superscribed with tender No., due date and name of 
work . 


The Superintending Engineer & Deputy Chief 
Engineer , Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e - tender from the original manufacturer or 
their authorized dealers for the “ Supply of 60HP Motor 
Pumpset, for Parappanthara LI scheme in Bhavani River 
in Agali Panchayat in Attappadi” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http :// etenders .kerala .gov.in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal. 

Cost of tender documents 2 ,500 + 5 % + 5 % as 
GST ( Total 2 ,800 ). 

Document sale starting date - 14 - 3 - 2020 at 
10 a . m . 

EMD (Online payment) — 12 ,000. 

Date and time of commencement of online bid 
submission — 14 - 3 - 2020 at 11 a. m . 

Date and time of closing of online bid submission 
15 -4 - 2020 at 5 p . m . 

Date and time of opening of bid — 17 -4 - 2020 
at 2.30 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e - procurement website 
http ://etenders,kerala . gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 


Bid 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer , PWD , 
Mechanical, Olo the Chief Engineer, Mechanical , 

Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


Gaz . No . 13/ 2020 /DTP (Stores Purchase ). 
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1. BOQ duly filled up and signed . 
2 . Technical data sheet duly filled up and singed . 
(a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
3 . E -payment form duly filled and signed . 
4 . Proof of original manufacturer/ authorized 

dealers attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
6 . EMD exemption certificate ( if any) should 

be submitted online . 
7 . Other details if any required to be furnished in the 

special condition . 
8 . Form No . 14 duly filled and signed . 
9 . Tender notice and Special condition of tender duly 

signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical, Olo the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above. The envelope should be 
superscribed with tender No ., due date and name of 
work . 


( 8 ) 

[No. CMU /P / 1263 /(5 )/17 ] 
No. CE (MECH )/ T /46 /2019 - 20 . 13th March 2020 . 

The Superintending Engineer & Deputy Chief 
Engineer , Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e - tender from the original manufacturer or 
their authorized dealers for the “ Supply of 75HP Motor 
Pumpset, for Cheerakkadavu LI scheme in Bhavani River 
in Puthur Panchayat in Attappadi” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http ://etenders,kerala .gov.in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal. 

Cost of tender documents — 2 ,500 + 5 % + 5 % as 
GST ( Total * 2 ,800 ). 

Document sale starting date and time— 14 - 3 - 2020 
at 10 a . m . 

EMD ( Online payment) — 12,500 . 

Date and time of commencement of online bid 
submission - 14 - 3 - 2020 at 11 a . m . 

Date and time of closing of online bid submission 
15 - 4 - 2020 at 5 p . m . 

Date and time of opening of bid — 17 -4 - 2020 
at 3 p . m . 

Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e - procurement system only . Bidders are advised to 
visit downloads section of e -procurement website 
http :// etenders,kerala . gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online . 

1. BOQ duly filled up and signed . 
2 . Technical data sheet duly filled up and singed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve, performance 

curve etc. should be attached . 
3. E -payment form duly filled and signed . 
4 . Proof of original manufacturer/authorized 

dealers attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , 
Mechanical , Olo the Chief Engineer , Mechanical, 

Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
network issues, Traffic congestions , etc . In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e -tenders by the Government of 
Kerala shall be applicable to this tender. 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 
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6 . EMD exemption certificate (if any ) should 

be submitted online . 
7 . Other details if any required to be furnished in the 

special condition . 
8 . Form No . 14 duly filled and signed . 
9 . Tender notice and Special condition of tender duly 

signed . 


In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e -tenders through http ://etenders,kerala. gov.in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal. 

Cost of tender documents — * 2 ,500 + 5 % + 5 % as 
GST ( Total 2 ,800 ). 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope. The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD , 
Mechanical , O /o the Chief Engineer , Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above . The envelope should be 
superscribed with tender No., due date and name of 
work . 


Document sale starting date and time— 14 - 3 - 2020 
at 10 a . m . 

EMD (Online payment) — 14 ,500 . 

Date and time of commencement of online bid 
submission - 14 - 3 - 2020 at 11 a. m . 

Date and time of closing of online bid submission 
15 -4 - 2020 at 5 a . m . 


Date and time of opening of bid - 17 -4 - 2020 
at 3 . 30 p . m . 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , 
Mechanical , Olo the Chief Engineer, Mechanical, 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e-tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Network issues, Traffic congestions, etc . In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder . All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e - tenders by the Government of 
Kerala shall be applicable to this tender. 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 


Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e -procurement system only . Bidders are advised to 
visit downloads section of e -procurement website 
http :// etenders.kerala. gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online , 

1 . BOQ duly filled up and signed . 
2 . Technical data sheet duly filled up and singed . 
( a ) If any more information to be furnished , 

separate data sheet shall be attached for 

additional information . 
(b ) Scanned copy of family curve , performance 

curve etc . should be attached . 
3 . E -payment form duly filled and signed . 
4 . Proof of original manufacturers / authorized 

dealers attested copy of same. 
5 . Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth * 200 . 
6 . EMD exemption certificate ( if any ) should 

be submitted online . 
Other details if any required to be furnished in the 

special condition . 
8 . Form No. 14 duly filled and signed . 
9 . Tender notice and Special condition of tender duly 

signed . 


( 9 ) 


[No. CMU /P / 1263 /(6 )/ 17 ] 
No. CE (MECH )/ T /47 /2019 - 20 . 13th March 2020 . 


7 


+ 


The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor of 
Kerala invites e-tender from the original manufacturer or 
their authorized dealers for the “ Supply of 90HP Motor 
Pumpset, for Renganadhapuram LI scheme in Bhavani 
River in Puthur Panchayat in Attappadi” . 
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Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer , PWD , 
Mechanical , O / o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this Office on or 
before the time specified above. The envelope should be 
superscribed with tender No., due date and name of 
work . 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD , 
Mechanical , Olo the Chief Engineer, Mechanical, 
Thiruvananthapuram . If date fixed for opening happens to 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place . 

The right to accept or reject of e-tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 

The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Network issues , Traffic congestions , etc . In this regard , 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e -tenders by the Government of 
Kerala shall be applicable to this tender. 

The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents . 

( Sd .) 

Superintending Engineer 
Office of the Chief Engineer , and Deputy Chief 
Mechanical, 

Engineer, Mechanical, 
Thiruvananthapuram . 

PWD . 


അയക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയ തി യിലും സമയത്തും അപ്പോൾ ഹാജ രാ യിട്ടുള്ള 
ദർഘാസ് സമർപ്പിച്ചവരുടെയോ അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
വൈകികിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല . 

ദർഘാസ് സമർപ്പിക്കു വാൻ താൽ പ ര്യ മു ള്ള വർ 
മെഡിക്കൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവ ശ്യ മായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുക്കുന്ന 
പ കാരം തുക അടച്ചാൽ ലഭിക്കു ന്ന താ ണ്. ദർഘാസ് 
ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല . ചെക്കുകൾ, 
പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് 
ഫോറത്തിന്റെ വില യായി സ്വീകരിക്കു ന്ന ത ല്ല . ദർഘാസ് 
ഫോറം വി . പി. പി . ആയി അയയ്ക്കുന്നതല്ല . 
അടങ്കൽ തുക ? 2,00,000 . 
നിരതദ്രവ്യം - 2,000. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം ): 

ഒറിജിനൽ -7 678 ( 600 + 72 + 6 ). 

ഡ്യൂപ്ലിക്കേറ്റ് ? 336. 
ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അവസാന 
തീയതിയും സമയവും - 16 - 4 - 2020 , 3 മണി. 

ദർഘാസ് ഫോറം സ്വീക രിക്കുന്ന അവസാന 
തീയതിയും സമയവും - 17 -4- 2020, 2.30 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
17 - 4 - 2020 , 3 മണി. 

- ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 
31 - 3 - 2020 . 


പ്രോഡക്റ്റിന്റെ പേര് 

യൂണിറ്റ് 
Purchase of highly purified CO , 90 kg (3 cylinder 
( 99 .999 % Medical grade . of 30 kg) 
Nitrogen (99. 999 % UHP ) 35cum (5 cylinder 

of 7cum ) 
കൂടു തൽ വിവ ര ങ്ങ ൾ പവൃത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവയ്ക്കു ന്ന തിനോ 
നിർത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം സൂപ്രണ്ടിൽ 
നിക്ഷിപ്തമാണ്. 


Medical Education Department 

ദർഘാസ് പരസ്യം 


SPECIFICATIONS FOR CO , 


[ നമ്പർ 131 2020) 


| 1. Supply of medical grade Co , of 99. 999 % purity for 

the embryology lab . 


Supply to be ensured by exchanging the existing 
CO , cylinders/new cylinders and always arranging 
for a spare cylinder. 


നമ്പർ സി3 - 93412020 സ . മെ . കോ . തി . - 2020 മാർച്ച് 12 . 

- തിരുവനന്തപുരം എസ്. എ . റ്റി . ആശുപ്രതി Reproductive 
Medicine Unit, IVF lab വിഭാഗ ത്തിലേക്ക് Purchase of 
highly purified CO , & N , gases for use in IVF lab 
വാങ്ങുന്നതിലേക്ക് വിതരണം ചെയ്യുന്നതിലേക്ക് നിശ്ചിത 

ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു മുകളിൽ ദർഘാസ് 
നമ്പർ എഴുതേണ്ടതും വ്യക്തമായി പൂരിപ്പിച്ച് വെട്ടിതിരുത്തലു 
കൾ ഇല്ലാതെ പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം- 695 011 , കേരളം എന്ന വിലാസത്തിൽ 


3 . The rate of CO , shall be quoted per kg unit of CO , 


4 . The rental charges shall be quoted separately . 


5 . Transportation , delivery and collecion charges 

should be added to the cost of the gas . 
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6 . The supply shall be uninterrupted as per orders . 3 . Advance payments conditions will not be 

considered . 
7 . Additional cylinders shall be supplied as per 
demand . 

4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
The maintenance , safety checking and 

5 . Tenders are to be sent with details and illustrated 
certification of cylinders shall be done by the 

pamphlet (wherever necessery ) neatly typed . 
supplier without any additional cost as per 
mandatory requirements. 

Manuscripts should be avoided as far as possible . 

6 . Tenders should be accompanied with a formal 
9 . All cylinders to be supplied with test 

agreement executed in 200 Kerala non - judicial 
certificates , gas purity certificates and approval 

Stamp Paper together with required sum of Earnest 
from the chief controller of explosives, Govt. of 

Money Deposits . 
India . 

7 . Earnest Money Deposits (One Percentage ) of the 
10 . User list of IVF centres utilizing Co , shall also 

total cost of the articles quoted for can be 
be attached along with the offer. 

remitted by way of crossed Demand Drafts drawn 

in favour of the Principal, Government Medical 
11. Rate should be freezed for two years . 

College , Thiruvananthapuram . 
SPECIFICATIONS FOR N , 

8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
1. Supply of ultra high purity N , of 99.999 % purity 

attested copies of relevant certificate along with 
for the embryology lab . 

their tenders . 
2 . Supply to be ensured by exchanging the existing 9 . Tenders unsealed , unsigned or submitted without 
N , cylinders /new cylinders and always arranging 

superscription as specified are liable to be 
for a spare cylinder. 

rejected . 
3 . The rate of N , shall be quoted per cu mm 

0 . Tenders submitted with insufficient Earnest 
unit of N , 

Money Deposit will not be entertained . 

1. Belated tenders will not be considered under any 
4 . The rental charges shall be quoted separately . 

circumstances . 
5 . Transportation , delivery and collection charges 12 . For Medicines, Surgicals and Materials , Samples 
should be added to the cost of the gas. 

should be submitted along with the tender. Tenders 

without samples will not be considered for 
6 . The supply shall be uninterrupted as per orders . 

selection . 
7 . Additional cylinders shall be supplied as per 13 . Tenders should bear the signature and full postal 
demand. 

address of the tenderers wherever necessary. 
8 . The maintenance , safety checking and 14 . The undersigned reserves the right to reject any 
certification of cylinders shall be done by the 

tender wholly or partially without any prior 
supplier without any additional cost as per 

information to the tenderers. 
mandatory requirements . 

15 . Specifications of the items are given in the list. 
9 . All cylinders to be supplied with test 16 . Negotiation will be made only with the firm 
certificates , gas purity certificates and approval 

offering lowest price whose specification 
from the chief controller of explosives, Govt. of 

conforms to the requirements in the tender 
India . 

notification . 
10 . User list of IVF centres utilizing N , shall also 

17 . Tender will be opened in the presence of such of 
be attached along with the offer. 

the tenderers or his authorized representatives who 

may present at the time. They should have valid 
TENDER SCHEDULE 

authorization letters . 

18 . More details can be had from this office on 
1 . The period for which the rates to be in firm 

working hours. 
One year. 

19 . Amount quoted should be in Indian Rupees. 
2 . The rates should be inclusive of sales tax and for 
free delivery at the department concerned , 

Govt. Medical College, 

( Sd .) 
otherwise the tender will be rejected . 

Thiruvananthapuram . 

Principal. 
Gaz. No. 13 /2020 /DTP (Stores Purchase ). 
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Technical Education Department 


ലഘു ദർഘാസ് ദീർഘിപ്പിക്കൽ പരസ്യം 

[ നമ്പർ 23 / 2019 - 20) 


Mannampatta P . O ., Palakkad, Kerala -678 633. Last date 
for receipt of tenders will be 3 -4 - 2020 , 2 p . m . Late 
tenders will not be accepted . 

PAC - Y 1 ,96, 250 . 


നമ്പർ ഡി2 / 9284119 ജി . ഇ . സി .എസ് . കെ . പി . 


2020 മാർച്ച് 5. 


- The tenders will be opened on 4 - 4 - 2020 , 3 p . m . in 
the presence of such of the tenderers or their authorized 
representatives who may be present at that time. 


ശീകൃ ഷ് ണ പുരം സർക്കാർ എഞ്ചി നീ യ റിംഗ് 
കോളേജിലെ മെയിന്റനൻസ് സെല്ലിലേക്കായി എൽ. ഇ . ഡി 

ലെറ്റു കൾ വിത രണം ചെയ്യാൻ താൽപ്പ ര്യ മുള്ള 
സ്ഥാപനങ്ങളിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

അടങ്കൽ തുക ? 1, 96,250. 

പൂരിപ്പിച്ച ദർഘാ സു കൾ സമർപ്പിക്കുന്ന കവറിനു 
മുകളിൽ “ മെയിൻ നൻ സ് സെല്ലി ലേ ക്കായി എൽ. ഇ . ഡി 

ലറ്റു കൾ വിത രണം ചെയ്യൽ എന്നു (പത്യേകം 
രേഖപ്പെടുത്തി, പ്രിൻസിപ്പാൾ, സർക്കാർ എഞ്ചിനീയറിംഗ് 
കോളേജ്, മണ്ണ മ്പറ്റ പി . ഒ ., ( ശീക ഷ് ണ പു രം , 
പാലക്കാട്- 678 633 എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ട 
താണ്. പൂരിപ്പിച്ച ദർഘാസുകൾ സമർപ്പിക്കേണ്ട അവസാന 
തീയതി 3 - 4-2020 2 മണി. അവസാന തീയതിയും സമയവും 
കഴിഞ്ഞു ലഭിക്കുന്ന ദർഘാസുകൾ യാതൊരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. 


Intending tenderers may on application to the 
Principal, Government Engineering College , 
Sreekrishnapuram , Mannampatta P . O ., Palakkad , 
Kerala - 678 633 (Phone 0466 - 2260350 / 565) obtain the 
requisite tender form on which tenders should be 
submitted . Application for the tender form should be 

accompanied by a cash remittance of 3 452 
- (postal Charge { 50) which is price fixed for a forms/set 

of forms and which is not refundable under any 
circumstances. The tender forms are not transferable. Sale 
of tender forms will be closed at 1 p . m . on 3 -4 - 2020 , 
Cheques, Postage Stamps etc . will not be accepted 
towards the cost of tender forms, nor will the forms be 
sent per V. P. P. Duplicate tender forms, if required will 
be issued at 7 226 per copy. 

- EMD for an amount of 7 1 , 963 should be 
submitted along with the tender by way of DD drawn from 
a Nationalized Bank in favour of Principal, Government 
Engineering College , Sreekrishnapuram . Preliminary 
Agreement prepared in Kerala Stamp Paper 3 220 
should also be submitted along with the tender form . 


LIST OF ITEMS REQUIRED 


ദർഘാസുകൾ തുറക്കുന്ന സമയം 4 - 4 - 2020 , 3 മണി. 
ദർഘാസുകൾ തുറക്കുന്ന സമയത്ത് ദർഘാസ് സമർപ്പിച്ച 
ആൾക്കോ അവർ നിയോഗിക്കുന്ന വ്യക്തികൾക്കോ ഹാജരാ 
കാ വു ന്ന താ ണ് . ദർഘാസുകൾ ആ വ ശ്യ മു ള്ളവർ ( 452 
അടച്ച് ഈ ഓഫീസിൽ നിന്നും നേരിട്ട് വാങ്ങാവുന്നതാണ്. 
ദർഘാ സു കൾ തപാ ലിൽ ആ വ ശ്യ മു ള്ള വർ ? 502 
മണി യോർഡർ ആയി പിൻ സിപ്പാൾ, സർക്കാർ 
എഞ്ചിനീയറിംഗ് കോളേജ്, മണ്ണമ്പറ്റ പി. ഒ., ശ്രീകൃഷ്ണപുരം, 
പാല ക്കാ ട് - 678 633 എന്ന മേ ൽ വി ലാ സ ത്തിൽ 
അ യ യ് ക്കേ ണ്ട താ ണ് . ദർഘാസ് ( പമാ ണ ത്തിന്റെ വില 
യാതൊരു കാര ണ വ ശാലും തിരികെ നൽകു ന്ന ത ല്ല . 
ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 
ദർഘാസ് ഫോമിന്റെ വില്പന 3- 4 - 2020 , 1 മണിക്ക് അവസാ 
നിക്കുന്നതാണ്. ദർഘാസ് ഫോമിന്റെ വിലയായി ചെക്കുകൾ, 
പോസ്റ്റൽ ഓർഡർ എന്നിവയും വി . പി . പി . ആ യും 
സ്വീക രി ക്കു ന്ന ത ല്ല . ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് 
ആവശ്യമുള്ളവർ ? 256 കൂടി ഈ ഓഫീസിൽ അടയ്ക്കേണ്ട 
താണ്. ടെണ്ടർ ഫോറത്തോടൊപ്പം 3 220 വിലയുള്ള കേരള 
മുദ്രപത്രത്തിൽ തയ്യാറാക്കിയിട്ടുള്ള പ്രാഥമിക സമ്മതപത്രവും 
ബാങ്ക് ഡാഫ്റ്റ് ആയി ? 1, 963 - ന്റെ നിര ത ദ വ്യവും 
സമർപ്പിക്കേണ്ടതാണ്. ഫോൺ: 0466 2260350. 

[ No . 23/ 2019 - 20) 
No. D2 /9284/19/ GECSKP. 5th March 2020. 

Sealed tenders are invited for the “ Purchase of 
LED Lights for Maintance Cell ” . The envelopes 
containing the tender should bear the superscription 
“ Tender for Purchase of LED Lights for Maintenance 
Cell ” and should be addressed to the Principal, 
Government Engineering College, Sreekrishnapuram , 


| SI. Item with 

Quantity 
No. Specification 

( No. ) 
1 LED Tube Light, 50 W , 230 V , 1 Phase 15 
2 LED Tube Light, 40 W, 230 V, 1 Phase 230 
3 200 W LED Weather proof Flood 

Light, 230 V , 1 Phase 
4 100 W LED Weather proof Flood 

Light, 230 V, 1 Phase 
5 30 W LED Weather proof Flood 
Light, 230 V, 1 Phase 

10 
Note: - 1 . Delivery Period , Guarantee/ Warranty must be 

specified. 
- 2, Price quoted inclusive for Delivery at 

Government Engineering College, 
Sreekrishnapuram . 


Govt. Engineering College, 
Sreekrishnapuram , Mannampatta P. O . 
Palakkad- 678 633 . 


| ( Sd.) 
Principal. 
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